E M F ELECTRICAL YEAR BOOK 



Way Portable Electric Drills 


Aluminum housing finished 
Inside and out. 


Ventilating inlet boles so 
placed as to assure efficient 
cooling. 


Standard make switch, well 
protected and easily con¬ 
trolled. 


Cable—15 feet, rubber rein¬ 
forced. positively locked by 
ribbed taper Jaws. 


Soakat plug armored to with¬ 
stand abuse. 


Other Distinctive 
Features 


Motor bearings—am- / 

pie, efficient, dur- Jacobi Chuck. 

able-good for months of use with initial oiling and sealed against oil leakage. 

No "shop standards*' nor special threads. 

The rocker ring construction (mounting General Electric Co. 500 hr. brushes) 

W r assures exactness of adjustment. 

The drill may be dissembled and reassembled complete in about 
15 minutes. General Electric Co. Universal Motor. 


Exposed threads, always pro¬ 
tected—unnecessary to removs 
nuts. 


* Handles Interchangeable with 
. 1H-Inch standard tubs or 
'bar. 

Extra a 1 d a *^0 
handle 
b r a c k • I 

* quickly ro- I 
movable for 1 OH 

iU" 


Drill with 
Screw Feed 
A t t a c hment 
mounted on 
Drill Stand. 
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